Amherst Drug Lab 


Room # 

Description 

Area 

N224B 

Record Storage 

180 

N236 

Main Lab 

1189 

N236A 

Chemist's Office 

176 

N243 

Supply Storage 

102 

N245 

Lab with Hood 

253 

N247 

Lab Supervisor's Office 

253 

N251 

Reception Waiting 

88 

N251A 

Drug Reception 

300 

N251B 

Drug Storage 

88 

N253 

Gas Tank Storage 

52 


Total Area 

2681 


180 

1200 

180 

100 

250 

250 

90 

300 

90 

50 

2690 
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